ST.  JOSEPH'S  CATHOLIC  CHURCH 

Maumee,  Ohio 
Located  at  the  corner  of  Conant  and  West  Broad- 
way, this  church  is  near  US  routes  20,  23,  24, 
and  25.  St.  Joseph's  was  constructed  in  1888 
alLhough  the  first  frame  church  of  this  parish 
can  be  traced  back  to  1841.  Presently,  six  Sun- 
day Masses  serve  Catholics. 
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